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Bartholomew and Rogers' Specifications.
SPECIFICATIONS FOR PRACTICAL ARCHITECTURE. A Guide to the Architect, Engineer, Surveyor, and Builder. With an Essay on the Structure and Science of Modern Buildings. Upon the Basis of the Work by ALFRED BARTHOLOMEW, thoroughly Revised, Corrected, and greatly added to by FREDERICK ROGERS, Architect. Third Edition, Revised, with Additions. With numerous Illustrations. Medium 8vo, 155. cloth. " The collection of specifications prepared by Mr. Rogers on the basis of Bartholomew's work
Is too well known to need any recommendation from us.   It is one of the books with which every
young architect must be equipped."—Architect*
Construction.
THE SCIENCE OF BUILDING : An Elementary Treatise on the Principles of Construction. By E. WYNDHAM TARN, M.A., Architect. Third Edition, Revised and Enlarged. With 59 Engravings. Fcap. 8vo, 4$, cl, "A very valuable book, which we strongly recommend to all students."—Builder.
House Building and Repairing.
THE HOUSE-OWNER'S ESTIMATOR ; or, What will it Cost to Build, Alter, or Repair?   A Price Book tor Unprofessional People, as well as the Architectural Surveyor and Builder. By J. D. SIMON. Edited by F. T. W. MILLER, A.R.I.B.A.   Fourth Edition.  Crown 8vo, 35. 6d* cloth. "In two years it will repay its cost a nuuarea times over.'—Field.
Cottages and Villas.
COUNTRY AND SUBURBAN COTTAGES AND VILLAS: How to Plan and Build Them. Containing 33 Plates, with Introduction, General Explanations, and Description of each Plate. By JAMES W. BOGUK, Architect, Author of " Domestic Architecture," &c. 4to, IDS. 6d. cloth,
Building ; Civil and Ecclesiastical.
A   BOOK   ON  BUILDING,  Civil and Ecclesiastical, including Church Restoration ; with the Theory of Domes and the Great Pyramid, &c. By Sir EDMUND BECKETT, Bart., LX.D., F.R.A.S. Second Edition.  Fcap. 8vo, 55. cloth. " A Dook which is always amusing and nearly always Instructive."— Times.
Sanitary JEfouses, etc.
THE SANITARY ARRANGEMENT OF DWELLING-HOUSES: A Handbook for Householders and Owners of Houses. By A. J. WALLIS-TAYLER, A.M. Inst. C.E. With numerous Illustrations. Ciown 8vo, as. 6d. cloth.                                                                       LJttst published.
Ventilation of buildings.
VENTILATION.   A Text  Book  to the Practice of the Art of Ventilating Buildings.  By W. P. BUCHAN, R.P.   12010, 45. cloth. ' 'Contains a great amount of useful practical information, as thoroughly interesting as it is technically reliable."—British Architect.
The A.rt of Plumbing.
PLUMBING.   A Text Book to the Practice of the Art or Craft of the. Plumber.   By WILLIAM PATON BUCHAN, R,P.   Sixth Edition, Enlarged, i2mo, 45. cloth. "A text-book which maybe safely put in the hands of every young plumber."—Builder.
Geometry for the Architect, Engineer, etc.
PRACTICAL GEOMETRY, for the Architect, Engineer, and Mechanic. Giving Rules for the Delineation and Application of various Geometrical Lines, Figures and Curves. By E. W. TARN, M.A., Architect. 8vo, 95. cloth.
" No book with the same objects In view has ever been published In which the clearness of the rules laid down and the illustrative diagrams have been so satisfactory."—Scotsman,.
The Science of Geometry.
THE GEOMETRY OF COMPASSES; or, Problems Resolved by the mere Description of Circles, and the use of Coloured Diagrams and Symbols. By OLIVER EYRNE. Coloured Plates. Crown 8vo, 35. 6d. cloth.       '
